John Radcliffe (1650-1714), a noted physician in his
day who counted among his patients William III, nis
wife Mary II, and Anne, left a considerable sum to
Oxford, his old University, for the purpose, among
others, of founding a library devoted to medicine and
natural science. This is the building designed by

James Gibbs (1682-1754) to house it. It stands in
Radcliffe Square, lust north of S. Mary's church. Built
during 1737-47, it was in 1860 made into a reading
room for the Bodleian Library. The reproduction
above is from a painting made specially for the
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